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2. 


Q. 


A, 


State -rour ane, rank, serial number, vermenent home address, and 
any other nertinent information concerning yourself, 

ly nane is Stevhen Martin ZIVIO, Private First Class, U.S.H.C,., Serial 
Number 275724. } I am a hich School graduate end have served in the 
Marine Corps since October 1939, My permanent home address is 1952 
South 59th Street, West Allis, Wisconsin, 


Were you ever imprisoned under improner conditions? 


fat Fengti Prison Camp the barracl-s consisted of a large warehouse, sub= 
divided into three sections containing approximately 350 men per section, 
No sleeping facilities rere provided other than a stray mat upon the 
brick floor, No toilets nor washing facilities vere available, For the 
approximate norulation of 1,000 men of the amp the only water supply 
was that provided by a single tyo=inch Spicot, All hathince, trashing of 
Clothes, etc,, depended upon this one spigot, which lite-ise provided all 
the :ater for the galley for the washing of dishes, ate, Latrines con- 
sisted of trenches, | 


At Camp Hokadate #3 the barractss were vevmin infested and extrenely 
dirty, Conditions in the barracks vere extrenely crovdecd, The Japanese 
refused to issue any blankets and the men were reovired to sleen on the 
floov, the only protection bein the one Red Cross blan'<et per man that 


« 


they had brought with then, 


Did you see any prisoners of war being used on eneny military works 
or operations? 


Yes. {At Kaingvan Prison Camo in China the men were required to assist 
in the construction of the Japanese rifle range, to handle gasoline and 
oil simplies of the Japanese Army, and to assist in the repair and main- 
tenance of Japanese Arny motor equipment, Further, they were reouired 
to build barricades around Janonese nilitary go~dorms.| 


Did you see any prisoners exposed to danger of gunfire, bombing, or 
other hazards of war? 


While Kaingyan Prison Camp was under the command of Colonel ODAHA of 
‘the Jananese Arny, the prisoner vorking perties vero not permitted to 
take cover during air raids until the raiding planes were directly 
overhead, | 


Did you witness the transportation of prisoners of war under improper 
conditions? 


When the prisoners were moved by rail in China, as fron Kaingvan to 
Fengti and fron Fengti on through Korea enroute to Japan, they were 
loaded into the enmall Chinese box cars, These box cars “ere cut in half 
by barbed vrire barrisades, thus creating to sections in the car. The 
men were eroded in 25 to a section, in addition to their personal 
baggage, Cating tubs, ete,, and in addition to the latrine facilities 
located in each end of the ear, Transportation from Shinono Soki, Japan, 
to Prison Oamp Holradate No. 3 ims in revular Jopanese passenger cars, into 
which the nen wore cro:rded avproximatoly 125 yer car, 


I can rocall nothing further concorning these incidents which trould be 
of value to the Nar Crimes Office and I do not have an; othor informa- 


at 
‘ 


tion, favorable or unfevorable, hich T considor of sufficient importance 
to report, 


/s/___STEPERY M,_ZzIVKO 
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STATE OF CALIVOPUIA 


. 


County of Alancca 


Stonhon Mertin 2Z7VKO of larful age, 


I have read the foregoing troiscrin ion of 


ae 
being duly svorn, state the’ 
my interrogation, consistin: of__one pages, and that all ansivers con- 


tained therein are true to the best of my ‘tmno.rledve and belief, 


/s/ STEP 11, ZIVKO 


Subseribed and s-orn to before me this Sixth day of 
October .» 1945, at _Or'cland, Caliivornia _. 


STATS OF CAT.ICORITIA 
County o2 Alar 


I 8, VERT! 
(Nane)_ Stenhea tartin Z1VKO _, Peak) Pro, U, oy: xccx)_ 278724 a, 
personally apneared before me on the_ Sixth day of __ October » 1945, 
ond testivied concerning var crines; and that the forecoinz is ai accurate 
transcription of the ansvers given by (him)(her) to the severa’ cvestions 


set forth, 


Places Oalsland, California 
Dates 6 October 194 


or 2. pases, 
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